AMERICAN GREETING PUBLISHERS, CLEVELAND, OHIO 


The Main Avenue Bridge connects the Lake- 
front Road on the east side of the Cuyahoga 
River with Bulkley Boulevard on the west side 
of the river. Shown at the left is the Munici¬ 
pal Stadium with a seating capacity of 85,000. 
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226 - Air View of Main Avenue Bridge and Downtown Cleveland, Ohio 
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